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CG ESTIMATE MISSION SUCCESS: 5@ PERCENT SUCCESSFUL 
- WEATHER: LITTLE WORSE THAN BRIEFED 
NAVIGATION AND COMMUNICATION: NO MAJOR PROBLEMS 
D REMARKS: NONE : 
END OF MESSAGE 
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